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inforee Hancock, and arrived by six o'clock.   He
was wounded soon after coming up, but did not re-
linquish the command of Ms corps,               the
fighting lasted until one o'clock the next morning.
At eight o'clock Warren was ordered up again, but
was   so slow in making Ms dispositions         his
orders were frequently repeated, and with ezuphagi^.
At eleven o'clock I gave Meade mitten orders to re-           m
lieve "Warren from Ms command if lie failed to                ***
promptly.  Hancock placed batteries on
in Ms rear, which he used against the enemy,
over the heads of his own troops.

Burnside accomplished but little on our left of a
positive nature, but negatively a                   He

kept Lee from reinforcing Ms center
quarter.     If the Fifth Corps, or            if War-,

ren, had been as prompt as Wright with the
Sixth Corps, better results might have been ob-
tained.

Lee massed heavily from his left          on the

broken point of Ms line.   Five times            the XJJ^CSI

"day he assaulted furiously, but without                     ***

our  troops from their new position.   His
must have been fearful.  Sometimes the
would-be separated by but a few feet.  In one
a tree, eighteen inches in diameter, was cut entirely
down by musket-balls.   All the trees between the
lines were very much cut to pieces by artillery
musfcetry.    It was three o'clock next               be-

fore the fighting ceased.    Some of our troops had
then been twenty hours under fire.   In this
ment we did not lose a single organization, not even
a company.   The enemy lost one division        it*

commander, one brigade, and one                withced to fall back ; but be did HO slowly, with
